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9107020414 Responds to NRC Itr re weaknesses noted from SALP Rept 50-271/89-99
for period which ended on 910316.

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/06/21. Document Control
Branch (Document Control Desk). 5pp. 58281:355-58281:359.

9107050229 Ack receipt of 910515 Itr informing NRC of steps taken to correct violations
noted in Insp Rept 50-271/91-09.

JOYNER.J.H. Region 1 (Post 820201). 91/06/25. MURPHY.W.P. Vermont Yankee
Nuclear Power Corp. 4pp. 58340:235-58340:240.

9107050230 Forwards Safety Insp Rept 50-271/91-12 on 910421-0601.
LINVILLE.J.C. Region 1 (Post 820201). 91/06/26. MURPHY.W.P. Vermont Yankee
Nuclear Power Corp. 5pp. 58340:254-58340:280.

-9107050231 Insp Rept 50-271/91-12 on 910421-0601.Major areas inspected: plant
operations,radiological controls,maint          &          surveillance,          emergency

preparedness,security.engineering & technical support & safety assessment & quality
verification.
ROGGE.J.F. Region 1 (Post 820201). 91/06/26. 22pp. 58340:259-58340:280.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107080026 Responds to weaknesses noted in Requalification Program Evaluation Rept
50-271/91-09 conducted during wk of 910225. Corrective actions;job performance
measures revised to upgrade performance stds & content.

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/06/28. Document Control
Branch (Document Control Desk). 5pp. 58395:192-58395:196.

9107080030 Forwards addl info re EOPs in response to Licensed Operator Requalifica-
tion Program evaluation & Insp Rept 50-271/91-02. Updates to procedure generation
package & EOPs will be used for training beginning on 911001.
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/07/01. Document Control
Branch (Document Control Desk). 22pp. 58395:202-58395:223.

9107150026 Forwards final SALP rept 50-271/89-99 for period 891001-910316-Contin-
ued superior performance noted in listed areas including plant operations,maint &
surveillance.emergency preparedness & engineering.

MARTIN.T.T. Region 1 (Post 820201). 91/07/03. MURPHY.W.P. Vermont Yankee Nu-
clear Power Corp. 5pp. 58403:046-58403:099.

-9107150034 Final SALP rept 50-271/89-99 for period 891001-910316. Overall per-
formance acceptable.
* Region 1 (Post 820201). 91/07/03. 24pp. 58403:051-58403:099.

9107150122 Forwards insp rept 50-271/91-16 on 910610-14.Violation involving failure
to post high radiation area noted but not cited.

JOYNER.J.H. Region 1  (Post 820201). 91/07/03. MURPHY.W.P. Vermont Yankee
Nuclear Power Corp. 5pp. 58404:055-58404:067.

-9107150138 Insp rept 50-271/91-16 on 910610-14.Noncited violation identified.Major
areas inspected:previously indentified items.cpntrol of radioactive matl,radiation pro-
tection improvement plan & personnel monitoring criteria.

CHAWAGA.D.. PASCIAK.W. Region  1   (Post 820201).  91/07/03. 8pp.  58404:060-
58404:067.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05,
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107170025 Discusses 910702 enforcement conference re physical security insp 50-
271/91-17.List of meeting attendees & viewgraphs encl.

KNAPP.M.R. Region 1 (Post 820201). 91/07/10. MURPHY.W.P. Vermont Yankee Nu-
clear Power Corp. 35pp. 58427:094-58427:128.

9107230023 Forwards safety insp rept 50-271/91-14 on 910602-0701,
LINVILLE.J.C. Region 1 (Post 820201). 91/07/12. MURPHY.W.P. Vermont Yankee
Nuclear Power Corp. 5pp. 58479:232-58479:253.

-9107230030 Insp rept 50-271/91-14 on 919602-0701.Major areas inspected: plant
operations.radiological controls,maint & surveillance, emergency preparedness.security
& safety assessment & quality verification.
ROGGE.J.F. Region 1 (Post 820201). 91 /07/12. 17pp. 58479:237-58479:253.

9107220136 Provides addl info re loss of normal power event of 910423, in response to
Insp Rept 50-271/91-13.Corrective action: alternative for providing deep basin deicing
& makeup identified.

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/07/15, Document Control
Branch (Document Control Desk). 4pp. 58539:126-58539:129.

9107110017 NRC Info Notice 91-046. "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325,

-9107030291 Suppl to "Effluent & Waste Disposal Semiannual Rept for Third & Fourth
Quarters 1990,Including Annual Radiological Impact on Man for 1990."
* Vermont Yankee Nuclear Power Corp. 90/12/31. 41pp. 58317:295-58317:338.

9107150355 Monthly operating rept for June 1991 for Vermont Yankee Nuclear Power
Station.W/910710 Itr.

WALLIN.G.A., MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/06/30. 6pp.
58462:230-58462:235.

S. Reportable occurrences, LERs & related correspondence

9107030025 LER 90-010-02:on 900816,discovered that monthly operational readiness
tests for  emergency  diesel  generators A  &  B  not  performed  per TS Section
4.10.A.1.a.Caused by incomplete info.Surveillance procedure revised.W/910626 Itr.
REID.D.A.   Vermont  Yankee   Nuclear   Power  Corp.   91/06/26.   6pp.   58396:114-
58396:119.

9107020410 LER 91-006-01 :on 910314,loss of Loop B shutdown cooling occurred due
to pressure switch activation.Cause unknown. Resetting PCIS Group 4 isolation & res-
toration of shutdown Cooling on Loop B.W/910627 Itr.

REID.D.A.,   REID.D.A.   Vermont   Yankee   Nuclear   Power   Corp.   91/06/27.   4pp.
58297:344-58297:347.

9107170170 Summary of operating reactors events meeting 91-12 on 910626.
CHAFFEE.A.E. Events Assessment Branch. 91/07/03. ROSSI.C.E. Division of Oper-
ational Events Assessment (Post 870411). 22pp. 58448:301-58448:322.

9107150337 LER 91-015-00:on 910614,containment isolation valve failed to closed due
to erosion/corrosion & displacement of screw- in seat.Valve repaired by welding new
seat into valve body. W/910710 Itr.

REID.D.A.   Vermont  Yankee   Nuclear   Power   Corp.   91/07/10.   4pp.   58464:230-
58464:233.

9107160385 LER 91-014-00:on 91061 S.reactor scram occurred due to loss of 345 Kv
switchyard.Caused by defective offsite carrier equipmentScobie Pond equipment re-
paired & reactor stabilized using plant procedures.W/910711 Itr.
REID.DA   Vermont  Yankee   Nuclear   Power   Corp.   91/07/11.  5pp.   58500:123-
58500:128.

V. Operator Examinations

9107080026 Responds to weaknesses noted in Requalification Program Evaluation Rept
50-271/91-09 conducted during wk of 910225. Corrective actions:job performance
measures revised to upgrade performance stds & content.

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/06/28. Document Control
Branch (Document Control Desk). 5pp. 58395:192-58395:196.

9107080030 Forwards addl info re EOPs in response to Licensed Operator Requalifica-
tion Program evaluation & Insp Rept 50-271/91-02. Updates to procedure generation
package & EOPs will be used for training beginning on 911001.
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 91/07/01. Document Control
Branch (Document Control Desk). 22pp. 58395:202-58395:223.

9107150026 Forwards final SALP rept 50-271/89-99 for period 891001-910316.Contin-
ued superior performance noted in listed areas including plant operations.maint &
surveillance.emergency preparedness & engineering.

MARTINJ.T. Region 1 (Post 820201), 91/07/03. MURPHY.W.P. Vermont Yankee Nu-
clear Power Corp. 5pp. 58403:046-58403:099.

-9107150034 Final SALP rept 50-271/89-99 for period 891001-910316. Overall per-
formance acceptable.

*  Region 1 (Post 820201). 91/07/03. 24pp. 58403:051-58403:099.
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F. Security, medical, emergency & fire protection plans

9107080065 Forwards Safety Insp Repts 50-272/91-15,50-311/91-15 & 50-354/91-12
on 910508-061 S.Personnef errors continue to be of concern.Mgt meeting scheduled
on 910718 in King of Prussia,PA,

BLOUGH.A.R. Region 1 (Post 820201), 91/06/26. MILTENBERGER.S. Public Service
Electric & Gas Co. of New Jersey. 3pp, 58349:108-58349:146.

-9107080068  Safety  Insp   Repts  50-272/91-15,50-311/91-15  &  50-354/91-12  on
910508-061 S.Major areas inspected;operations,radiological controls,maint & surveil-
lance testing,emergency preparedness.security & engineering & technical support.
WHITE.J.R. Region 1 (Post 820201). 91/06/24. 36pp. 58349:111-58349:146.

9107080202 Forwards insp rept 50-272/91-12,50-311/91-12 & 50-354/91-09 on
910415-19.No violations reported.

DURR.J.P. Region 1 (Post 820201). 91/06/28, MILTENBERGER.S. Public Service
Electric & Gas Co, of New Jersey. 3pp. 58386:146-58386:160.

-9107080209 Insp roots 50-272/91-12,50-311/91-12 & 50-354/91-09 on 910415-19.No
violations noted.Major areas inspected: fire prevention/protection program & areas of
administrative controls,surveillance, rnaint & mods.
PAOLINO.R.J. Region 1 (Post 820201). 91/06/28, 12pp. 58386:149-58386:160,

9107220074 Rev 17 to EPIP 1013, "Emergency Response Personnel Telephone List."

*  Public Service Electric & Gas Co. of New Jersey, 91/06/28. 23pp. 58515:274-
58515:296.

R. Periodic operating reports & related correspondence

9107030290 Forwards suppi to "Effluent & Waste Disposal Semiannual Rept for Third &
Fourth Quarters,1990,lncluding Annual Radiological Impact on Man for 1990."
TREMBLAY.L.A. Vermont Yankee Nuclear Power Corp. 91/06/26. Document Control
Branch (Document Control Desk). 1 p. 58317:294-58317:338.

I. Financial information

9107170038 Forwards "Delmarva Power 1990 Annual Rept,"PECO Annual Rept. 1990"
& "Atlantic Energy Annual Rept,1990."

FRYLING.R. Public Service Electric & Gas Co. of New Jersey. 91/07/09. Office of
Nuclear Reactor Regulation, Director (Post 870411). 1 p. 58471:163-58471:331.. Region 3 (Post 820201). 91/07/03. REED.C. Commonwealth Edison
